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ARTIFICIAL lines are well known to electrical engineers, in telegraphy 
and telephony, as devices for electrically imitating actual lines of com- 
munication in a compact and convenient manner. They are employed 
industrially in most duplex or quadruplex systems. ‘They are also 
employed in the laboratory for testing methods of telegraphing, or of 
telephoning, under conditions that are electrically akin to those of 
practice. 

Artificial telegraph lines contain associated resistance and capacity. 
Those used in telephony are sometimes provided with inductance and - 
leakance in addition. ‘These quantities are rarely associated distribu- 
tively, as in actual lines. ‘They are associated for convenience and 
economy in lumps or sections. ‘Thus an artificial telegraph line con- 
taining resistance and capacity AE, Figure 1, may be composed of 
say four similar sections of resistance AB, BC, CD, and DE, each 
representing the resistance of say 50 miles (or kilometers) of line. 
Each section is provided at its centre with a condenser having a capac- 
ity of 50 miles of line. ‘The whole line AE will thus purport to rep- 
resent 200 miles of line. The imitation must, however, be necessarily 
imperfect, by reason of the lumpiness of the capacity, which is divided 
into four blocks, and connected to the line at four points only, instead 
of being distributed uniformly; i. e., indefinitely subdivided, and con- 
nected at an infinite number of points, as in the actual line. The 
smaller the number of sections in the artificial line, the easier and 
cheaper it will be to build, but the lumpier and more imperfect the 
imitation will be. The question arises, therefore, as to what are the 
comparative electrical behaviors of the artificial line and of the line 
imitated, under any set of assigned conditions. 





1 An exception is found, however, in the artificial lines for duplexing 
long submarine cables, where the proper proportions of resistance and capa- 
city are associated distributively. 
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It is the object of this paper to present the quantitative laws that, 
from the engineering standpoint, control continuous-current artificial 
lines (sections of resistance and leakance) in the steady state. ‘The 
basis for the construction of these formulas is given in the Appendix. 
All of the formulas apply equally to simple alternating-current artificial 
lines (sections of resistance, inductance, capacity, and leakance) when 
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FigurRE 1.— Single-conductor type of artificial line. 















interpreted vectorially, or expanded from one dimension to two, in 
the well-known way; but in order to keep within reasonable limits 
of space the explicit discussion of alternating-current lines cannot here 
be considered. 


Types oF ARTIFICIAL LINE. 


There are two types of artificial line; namely, the ground-return- 
circuit line of Figure 1, and the metallic-return-circuit line of Figure 2, 
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Figure 2. — Double-conductor type of artificial line. 


which are sometimes respectively defined as the single-conductor and 

double-conductor artificial lines. The former is characteristic of wire 

telegraphy, and the latter of wire telephony. In order that two such 

types of line should be equivalent, ignoring questions of lumpiness, 

circuit balancing, and circuit symmetry, it is necessary and sufficient 

AB + A’B’ 
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that each section AB of Figure 1 should have a resistance 
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of Figure 2, and that the capacity in each section of Figure 1 
should be twice the capacity in each section of Figure 2; so that 


the CR product, i.e. the total resistance R 
in the line circuit and the total capacity C 
across the circuit, shall be the same. ‘The 
double-conductor line of Figure 2 has, there- 
fore, twice the total resistance, and half the 
total capacity, of the single-conductor line of 
Figure 1 for the same electrical retardation, 
and is thus the cheaper type to build, for 
a given CR. Since, then, to any double- 
conductor line of Figure 2 there is always a 
corresponding electrically equivalent single- 
conductor line of Figure 1, and the latter is, 
perhaps, the simpler to analyze and discuss, 
we may confine our attention entirely to the 
single-conductor or ground-return-circuit 
artificial line. 


FUNDAMENTAL RELATIONS AND 
NOTATION. 


The continuous-current type of single- 
conductor artificial line is indicated in Fig- 
ure 3. Let there be m sections. In the case 
presented, m= 4. Let each section repre- 
sent a nominal length, /, kilometers (or 
miles) of line, and have a conductor resis- 
tance of 7 ohms. Let the leak connected 


to the centre of each section have a conduc- 


1 


tance of g’ mhos and a resistance of R’ = — 


Let the total nominal length of the 


line be L = ml kilometers and let A = ; be 


ohms. 


the nominal length of a half section in kilo- 
meters. 

First determine the nominal or apparent 
attenuation-constant of the artificial line as 
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though the resistance and leakance were distributed as in an actual 


line: 
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Call the product /a’ of the nominal 
section length / and nominal attenua- 
tion-constant the nominal hyperbolic 
angle subtended by the section. ‘Then 
La’ will be the nominal hyperbolic an- 
gle of the whole artificial line, and Aa’ 
the nominal hyperbolic angle of a half 
section. These “hyperbolic angles ”’ 
will be expressed in units of hyper- 
bolic measure corresponding to radians 
in circular measure, and the unit may 
be denoted by the abbreviation “hyp.” 

Find the nominal surge-resistance of 
the artificial line, as though the re- 
sistance and leakance were uniformly 
distributed. 


a sa v5 = 4/7R’ ohms. (2) 


The above nominal values of attenua- 
tion-constant a’, hyperbolic line angles 
Aa’, la’, and La’, as well as the surge- 
resistance 7,’, will then have been 
obtained as though the resistance 7’ 
and leakance g’ were presented in an 
actual uniform line of distributed leak- 
ance. ‘They are therefore vitiated by 
lumpiness. We proceed to correct for 
lumpiness as follows: 


sinh Aa = Aa’ numeric. (3) 


that is, the hyperbolic sine of the true 
semi-section hyperbolic angle is equal 
to the nominal semi-section hyperbolic 
angle; or 


Aa = sinh—! (Aa’) = 6 hyp. (4) 
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where @ represents the true semi-sectional hyp.-angle. Similarly, the 
true value of the surge-resistance, corrected for lumpiness, is 





> = To’ cosh Aa = 19’ cosh 8 = r9/4/1 + (Aa’)? ohms. (5) 


We now obtain from (3), (4) and (5) the true attenuation-constant a of 
the artificial line, the true surge-resistance r,, and the true hyperbolic 
angles Aa, /a, and La subtended by a half-section, a section, or the whole 
line, respectively. ‘These various quantities also define the actual line 
(Figure 4) which the artificial line imitates, after being corrected for 
lumpiness. The actual line of distributed leakance which is electrically 
equivalent to an artificial line, after correcting the latter for lumpiness, 
may be defined as the “‘amztated line.” 

As an example, consider an artificial line of m= 5 sections, as 
shown in Figures 5, 6, and 7, with a total nominal length Z = 500 km.; 
so that each section has a nominal length / = 100 km), and a nominal 
semi-length X = 50 km. ‘The conductor-resistance of each section 
is 7” = 500 ohms, corresponding to a nominal linear conductor-resist- 
ance of 5 ohms per km. ‘The leak of each section has a resistance 
R’ = 4000 ohms or a conductance of 0.00025 mho (0.25 millimho), 
corresponding to a nominal linear leakance of 2.5 micromhos per km., 
or a linear insulation-resistance of 400,000 km.-ohms. ‘The nominal 
attenuation-constant of the artificial line will be, by (1), a’ = 0.0035355 
hyp. per km. ‘The nominal hyperbolic angle subtended by a half- 
section, a section, and the whole line, will be respectively @ = Xa’ = 
0.17678, la’ = 0.35355, La’ = 1.7678 hyps. ‘The nominal surge- 
resistance will be by (2) 7.’ = 1414.2 ohms. We must now find the 
corrected values for these quantities corresponding to the imitated 
line shown in Figure 4. 

With reference to formula (3), we find in tables of hyperbolic func- 
tions 2 that the angle whose hyperbolic sine is 0.17678 must be Xa = 
0.17586 hyp.; which is the true angle of a semi-section of the artificial 
line, corrected for lumpiness. ‘The true angle subtended by a section 
will be da = 0.35172 hyp., and by the whole line 1.7586 hyps. ‘The 
true attenuation-constant of the artificial line, or the natural attenua- 
tion-constant of the imitated line, will be a = 0.0035172 hyp. per km. 
The true surge-resistance by (5) ro = 1436.13 ohms. In other words 
the artificial line will behave externally in all respects, after the steady 
state has been attained, as though it were an actual smooth line of 
distributed leakance with these corrected constants. ‘The correction 





2 The best tables probably are “‘ Tafeln der Hyperbelfunctionen und der 
Kreisfunctionen”’ by Dr. W. Ligowski, Berlin, Ernst & Korn, 1890. 
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has in this case diminished the nominal attenuation-constant and 
hyperbolic line angles by 0.52 per cent, but has increased the surge- 
resistance by 1.55 per cent. ‘The linear conductor-resistance of the 
imitated line, Figure 4, will be ar, = 5.051 ohms perkm. The linear 
leakance of the imitated line will be a/r, = 2.44989 X 10-* mho per km., 
corresponding to a linear insulation resistance of 408,320 km.-ohms. 

Figures 5, 6, and 7 are diagrams of the voltage and current distribu- 
tion over the artificial line above defined, for the respective cases of 
line grounded, freed, and grounded through 750 ohms, at B, the dis- 
tant end. ‘The steady impressed emf. at the sending end A is assumed 
as 100 volts in each case. Conductances are written in millimhos. 
All of the numerical work on these diagrams was carried out by the 
ordinary formulas of Ohm’s law, and inspection will show that the 
arithmetical results are consistent. ‘The various formulas given in 
this paper admit, therefore, of being checked by reference to these 
diagrams. 


ARTIFICIAL LINE FREED AT Far Enp. (Figure 6.) 
Sending-End Resistance. 


The sending-end resistance of an artificial line at the nth junction; 
i. e., the resistance offered to ground by the line, at and beyond the 
nth junction, is 


R; = ro coth [2a = 79 coth 2 n6 ohms, (6) 


where L, is the length of the line in km. reckoned from the far free end. 
When the sending-end resistance is measured at A, Figure 6, so as 
to include the whole line, L, = L, andn =m. As L, increases from 
0 to oc, coth L,a diminishes from oto 1. Thus, in Figure 6, with r, = 
1436.1 ohms, and m= 5; or L= 500, L,a = 1.7586 = 2m8, 
coth 2m@ = 1.0612, and R; = 1436.1 x 1.0612 = 1523.99 ohms, as 
indicated at A. In the case of a smooth actual line, such as is shown 
in Figure 4, £, may be varied continuously between 0 and L kms.; 
but in an artificial line, Z2 can only be varied in steps of 26. ‘That 
is, formula (6) applies to all points of the imitated line, but only to 
the junction points of the artificial line. 
At the nth leak, excluding the same, the sending-end resistance is 


,cosh(2n—1)6 — rm, cosh (2n — 1) 9 


i, sinh (2n — 2)6 cosh@sinh (2n — 2) 6 mney AY 
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At the nth leak, including the same, the sending-end resistance is 


, _,,cosh(2n —1)@ _ ro cosh (2n — 1)0 
eon sinh2n@ — cosh @ sinh 2n — = 
When the number of sections of artificial line becomes indefinitely 
great, the two immediately preceding expressions respectively be- 
come: 








6 


To€ 
R’-7=7,' & = —— ohms 
“i ig cosh 6 ; 
and i wale wo h (9) 
eo ne bane 


where ¢ is the base of Napierian logarithms. 
The ratio of the sending-end resistance at and excluding the 
(n + 1)th leak to that at and including the nth leak is 


R’n4,t ae cosh (2n + 1) 6 
Ri;n cosh (2n — 1)0° 








(10) 


This is the ratio of the extreme sending-end resistances, when ascend- 
ing from one leak where it is a local minimum, to the next higher leak 
where it is a local maximum. When the artificial line becomes indefi- 
nitely long, this ratio tends to the limit ¢2°. 


Voltage. Far End Free. 


The voltage e, at the far free end of the artificial line, Figure 6, 
will be: 
ol Em he em 
~ eosh2m6 ~~ cosh Lea 





volts, (11) 





Co 


where ém is the voltage impressed on the mth junction, or sending end. 
If the voltage €, should be impressed on the line at the nth leak, the 
formula is 

= €,, cosh 8 

° ~~ cosh (2n — 1)6 





volts. (12) 


Thus, if e,,= 100 volts, and m= 5, as in Figure 6, 2 m@ = 1.7586 
hyps. and cosh 2 m@ = 2.9883; so that e, = 100/2.9883 = 33.46 volts. 
The voltage at junction (n) is 


cosh 2n 6 


a volts. (13) 





€n = €,cosh2 nO = ey», 
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The voltage at the nth leak is 


re cosh(2n—1)9 ~— cosh (2n — 1)0 
~~ cosh 6 ~ “™ cosh (2m — 1)6 








volts. (14) 


Consequently, the voltages at successive junctions, é0, €1, €2, . - + En, 
are respectively proportional to cosh0, cosh20, cosh 46,... 
cosh 2n@; that is, to the cosine of the hyperbolic angle of the junc- 
tion, measured from the far free end. 

Similarly, the voltages at successive leaks, €1, €2,... € are 
respectively proportional to cosh @, cosh3 0, ... cosh (2n — 1) @; 
that is, to the hyperbolic angle of the leak, measured from the far free 
end. 

As we ascend along the line by steps of @ from the far free end, the 
voltages increase as follows: 


Angular Distance 

















from ne — end. Point. Mewes bm 
0 End €o Co 
cosh 6 
6 Leak 1 €j Co cosh 6 
206 Junction 1 ej €o cosh 2 6 
cosh 3 6 
3 6 Leak 2 €2 Co “oaee 
46 Junction 2 €2 €o cosh 46 
cosh (2 — 1) 6 
(2n — 1)6 Leak n En Co ae 
2n6 Junction n Cn €o cosh 2 n6 
CURRENT STRENGTH. Far END FREE. 
The current strength at the sending end is: 
In = . _ mperes, (15) 
™ to coth Iza = f_» coth 2 m9 rs 
where ém is the voltage impressed on the mth junction. 
The current strength at the nth junction is: 
6 
I, =I en . amperes. (16) 


™ sinh 2 mé 











106 PROCEEDINGS OF THE AMERICAN ACADEMY. 


Thus in Figure 6 the current at the sending end is 0.065617 ampere. 


sinh 1.05516 
The current at junction 3 will be 0.065617 X sinh 1.7586 > 0.029409 
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ampere. 
At the nth leak, the ratio of ongoing to arriving line current is 







In _ sinh2 (n — 1)6 
i. 2.2.” 





(17) 
















The current escaping at the nth leak is: 
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,cosh(2n—1)0 __, cosh (2n — 1)0 

cosh 6 ~ &J cosh (2m — 1) 6 
cosh (2n — 1) 8 
~~ ™ cosh 6 cosh 2 m@ 





th = Eng’ = €og 





amperes. (18) 


LINE GROUNDED AT Far Enp. (Figure 5.) 


Sending-End Resistance. 


The sending-end resistance at the nth junction with the far end 
grounded is: 
R, = ro tanh L,a = 7, tanh 26 ohms. (19) 


In the case represented by Figure 5, for m= 5, R, = 1436.1 x 
0.94235 = 1353.3 ohms. As we ascend the line from junction to 
junction, the resistances are in proportion to the hyp. tangents of the 
angles of those junctions. 

The sending-end resistance at and excluding the nth leak is: 


,sinh (2 — 1) 6 


H'n,g = To cosh (2 — 2) 6 





ohms. (20) 


The sending-end resistance at and including the nth leak is: 


,sinh (2n — 1) 6 





i 
Ron = To es ohms. (21) 
When n is indefinitely increased, (20) becomes: 
Reg = Toe’ ohms, (22) 


and (21) becomes: 
R’ 4, « — ro'«? ohms. (23) 
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The ratio of local maximum resistance just before a leak to the local 
minimum resistance just after the preceding leak is: 


R’nii,g _ sinh (2n + 1)0 











= 2 
¥.. akGa— te (24) 
When 7 is increased indefinitely, this ratio becomes: 
R's, 20 
’ a z 95 
sania (25) 


Recevwing-End Resistance. Far End grounded. 


The receiving-end resistance, or resistance which the artificial line 
appears to offer, as judged by an observer at the far end, from the 
received current to ground and the impressed emf. at the sending 
end, is: 

R, = rosinh Lea = 79 sinh 2mé ohms. (26) 


In the case of Figure 5, R,; = 1436.1 sinh 1.7586 = 1436.1 x 2.81602 
= 4044.2 ohms. The received current to ground at the far end will 
therefore be 100/4044.2 = 0.02472 ampere. 


Voltage. Far End grounded. 


The emf. at the nth junction in terms of the emf. em impressed on 
the mth junction is: 

é sinh 2 n6 

™ sinh 2 m@ 





Cn, = volts, (27) 


or, in terms of the current 2 to ground at the far end, it is; 
én = Ioro sinh 2 n6 volts. (28) 


Consequently, the voltages at successive ascending junctions are pro- 
portional to the hyperbolic sines of the angles of those junctions. 
The emf. at the nth leak is: 


sinh (2n — 1) 6 


‘»  “m sinh (2m — 1) 0 i 


in terms of the emf. em at the mth leak; or 


sinh (2n — 1) 6 
cosh 6 





= Ior,’sinh (2n—1)@ volts, (30) 
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in terms of the current to ground and of the surge-resistances, corrected 
and nominal. 

Consequently, the voltages at successive ascending leaks are pro- 
portional to the hyperbolic sines of the angles of those leaks. 






Bee om a Sent crane fea) 
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as + + Sry ll 





Current. Far End grounded. 


The current at the sending end is: 


















= (31 
™  rotanh Ll. 1, tanh 2mé eT 


The current at junction n is: 


ae cosh 2 n6 _ €m cosh 2n6 
"~~ “"cosh2m6 fr, sinh2mé 


The current at junction 0, or the grounded end, is: 



















amperes. (32) 
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I, = a eet. Eeaeen eee Ws amperes 
° fosinh2m6 = =rosinh Loa cosh2m@ cosh Lia P (33) 
At the nth leak, the ratio of ongoing to arriving line current is: 
In _ cosh2 (n — 1)@ 
In — cosh 2nd 
The current escaping at the nth leak is: 


, sinh (2m — 1)6 
sinh (2m — 1)6@ 


PRP WALD os tan ee age ae 
* <td ee = 





(34) 





= 21, sinh 6 sinh (2 — 1)0 
amperes. (35) 


in = Eng” = €mJ 


By comparing formulas (6) and (19), (13) and (27), (16) and (32), it 
will be seen that with the far end free, the sending-end resistances 
follow the cotangents, voltages the cosines, and currents the sines, of 
the hyp. angles of the junctions; but that with the far end grounded, 
the sending-end resistances follow the tangents, voltages the sines, 
and currents the cosines, of said angles. 





OPN wiht. eka Re ie Aebe ERIE a = Hacaee  eaEE 









LINE GROUNDED AT Far END THROUGH A RESISTANCE co. (Figure 7.) 










First Case. Let o be not greater than fo. 
Find the hyperbolic angle ¢ of the terminal load o from 





tanh ¢ = =. 
oO 
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Then treat the artificial line as grounded directly, but with the angles 
of all its leaks and junctions increased by ¢. Formulas (19) to (35) 
will then apply, except where the strength of the current to ground 
enters into consideration, as in (26), (28), (30), and (33). The surge- 
resistance 7, must then be replaced by a new surge-resistance 


” To 


v0 ~~ cosh } 





ohms. (37) 


Thus, the sending-end resistance becomes, by (19): 
Rye = To tanh (L.a + ¢) = rotanh (2m6+ ¢) ohms. (38) 
The resistance at and excluding the nth leak becomes, by (20): 


, sinh [(2” — 1) 6+ 4] 
"0 cosh[(2n — 2)0+ 4] 





nee = ohms. (39) 


The resistance at and including the nth leak becomes, by (21): 


,sinh[{(2n — 1) 4 + ¢] 


ake t a ohms. (40) 





Rg, ne = To 


The ratio of local maximum resistance just before a leak to the local 
minimum just after the preceding leak is: 
R’nii,gr  sinh[{(2n + 1)4+ ¢] 


(41) 





Ro. ne sinh[(2n — 1)@+ $] : 


For example, the sending-end resistance of the line in Figure 7, with 


ao = 750 ohms, whose hyperbolic angle is tanh ae = 0.57941 


hyp., becomes by (38), 1436.1 X tanh 2.338 = 1409.6 ohms. 
The receiving-end resistance is, by (26) and (37): 


Ric = 7)’ sinh (Lpa + $) = 79” sinh (2 m6 + ¢) 
= fo sinh 2 m@ + o cosh 2 mé ohms. (42) 


Thus, in Figure 7, 79” = 1224.7 ohms by (37), and 
} Ry, = 1224.7 sinh 2.338 = 6285.4 ohms. 
The voltage at the nth junction is, by (27) and (28): 


sinh (276 + ¢) 
™ sinh (2m@ + ¢) 





= Ior,/’ sinh (2n6+¢) volts; (43) 


en = 
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so that the voltage at the distant end of the line is: 


aoe sinh @ 
fo = &m inh (2 mb + $) 


Thus, in Figure 7, the voltage at the distant end B is 


sinh 0.5794 
100 X sinh 2.338 7 11.931. 


The voltage at the nth leak is, by (29) and (30): 
sinh[(2m — 1)6 + ¢] sinh[(2n — 1)@ + 4] 


= Toro” sinh ¢ volts. (44) 























a “a= : —_ oe ‘pi It . 

: ° sinh[(2m — 1)6@+ ¢] sei cosh 6 (45) 
The current at the sending end is, by (31): 

; eee ~ c amperes. (46) 


~~ #9 tanh (Lea + >) ~ tanh (2m@ + ¢) 


At junction n it is, by (82): 


_ z,_ cosh (2b + $) _ &m cosh (2nd + 4) 
Ino = Ime cosh (2m6+ 4) 1 sinh (2m@+ ¢) amperes, (47) 


At the distant end, through a, it is, by (83): 








em ae em 
sel ro’ sinh (2m6+¢) 19” sinh (L,a + ¢) 
Imo cosh > Ima cosh } 





“ht aatase oo 


At the nth leak, the ratio of ongoing to arriving current is, by (34): 


I,,n—1 _ cosh[2(n — 1)60+ 4} 
i.” priate (49) 





For example, the received current to ground through ¢ is, by (48), 
100/6285.4 = 0.01591 ampere. 





Second Case, with o not less than fro. 


Find the hyperbolic angle of the terminal load o from the formula: 
hte =. * (50) 
Cc 


Then treat the artificial line, actually grounded through o, as though 
it were freed at the far end, but with its angular length increased at all 
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points by ¢’ hyps. Formulas (6) to (18) will then apply, except that 
where the strength of the received current to ground enters into con- 
sideration, as in (56) and (62), the surge-resistance ro must be replaced 
by a new surge-resistance: 


ee: To 


° sinh ¢’ 





ohms. (51) 


Thus, the sending-end resistance at junction n becomes, by (6): 


Rye = rocoth (Loa + ¢’) = rocoth (2n6 + ¢’) ohms. (52) 


The resistance at the nth leak, excluding the same, is, by (7): 


,cosh[(2n — 1)6+ 4] 
sinh [(2n — 2)6+ ¢’] 





R’n, jo = To ohms. (53) 


The resistance at the nth leak, including the same, is, by (8): 


,  _,, cosh[(2n — 1)6 + $7] 
R fo,n = To mea = * (2nd 3 ¢’) ohms. (54) 


The ratio of resistance at and excluding the (n + 1)th leak to that at 
and including the nth leak is, by (10): 


R’nti,ge _ cosh[(2n + 1)9+ 4] 








R'je,n cosh[(2n — 1)6+ ¢’]’ ) 
The receiving-end resistance is, by (26): 
Rie = To'”’ cosh (2 m6 + ¢$’) = ro’ cosh (ga + ¢$’) 
= fy sinh 2m@ + o cosh 2 m0 ohms. (56) 


The voltage at junction n is, by (13): 


aH cosh (2n6 + ¢’) _ : cosh (2 n6 + ¢’) 
ree St ae (2m0+¢’) ° cosh ¢’ 








volts. (57) 


At the distant end, or junction 0, it is: 


Fs Som ol 
cosh (2m6 + ¢’) cosh (Lea + ¢’) 


Coe = 








volts. (58) 


At the nth leak, it is, by (14): 


_ _ cosh[(2n — 1)9+ ¢] _ e, cosh[(2n — 1)8+¢4)] 


‘ne ~ “m Cosh[(2m — 1)0+ 4] _ cosh 6 cosh ¢’ wale 
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The current strength at the sending end or junction m is: 


Sen ac Em 
Imo = ro coth (L2a + ¢’) = ro coth (2mO + ¢’) amperes. (60) 


At junction n it is, by (16): 


sinh (2n@ + ¢’) 
™* sinh (2mé + ¢’) 








Ine = I 





amperes. (61) 


At the receiving end, or junction 0, it is: 
sinh ¢’ a Pin 
™? sinh (2m6 + 4’) ro/" cosh (2m6 + ¢’) 
At the nth leak the ratio of ongoing to arriving line current is, by (17): 
In,e _ sinh[2(n — 1)6 + ¢)] 


log = I 








amperes. (62) 








Ine sinh (276 + ¢’) (63) 

The current escaping at the nth leak is, by (8): 
ae —_ ,cosh[(2n — 1)0+ 4] _ , cosh [(2n — 1)0+ ¢’] 
ee ae (6+ ¢’) Pins cosh[(2 m — 1)6+ ¢’] 


= eg Loshl@n — 16+ $7 
~ €meF cosh 6 cosh (2m6 + ¢’) 





amperes. (64) 


As an example, let o = 3750 ohms. ‘hen ¢/ = tanh—! “ED = 
0.403535 hyp. The sending-end resistance at junction 1 is, by (52), 
1436.1 coth 0.755255 = 2250 ohms, which by Figure 8 is evidently 
correct. Again, the received current strength for the same case with 
10 
3464.1 cosh 0.75526 
= 0.00222 amperes, which is also easily seen to be correct, from 
Figure 8. 





e, = 10 volts, at junction 1, will be,by (62), Io¢= 


Third Case ¢ = fo. Exponential Case. 


In the particular and intermediate case in which ¢ = 7, either of 
the preceding sets of formulas applies under limit conditions. We 
have 6 = ¢’ = o, by (36) and (50). Consequently, the sending-end 
resistance becomes at any junction: 


Ror, = To ohms. (65) 
The resistance at any leak, excluding the same, is: 
R’ or, = To € ohms. (66) 


e being the Napierian base. 
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The resistance at any leak, including the same, is: 


Re _ To 


9 


ohms. 


113 


(67) 


Thus, in Figure 9, where one section of artificial line is grounded at 


the distant end through a resistance ¢ = ro = 


4 

o 

9 
Fig. 8 

s 
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sepuing-end resistance at junction (1) is ro, at leak 1 is 1414.2 x ¢®-17586 
= 1686.1 ohms, excluding the leak, and 1414.2 ¢—917586 — 1186.13 
ohms, including the leak. 

The receiving end resistance is: 


VOL. XLIV. — 8 


Ri, = To «L12 = 


To e2mé 


ohms. 


(68) 
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Thus in Figure 9 the receiving-end resistance is 1436.1 x 1.422 = 
2042 ohms. 
The voltage at junction n is: 


Caz, = Cm e2"—™) = Og €2” volts. (69) 








At the distant end, or junction 0, it is: 






















Cor, = Cg CU = Cg co volts. (70) 


At the nth leak, it is: 
¢(2n—1)0 


cosh 6 


The current strength at the sending end, or junction m, 1s: 


20(n—m) — ¢, volts. (71) 


Enr, = €mé 


I nr, = = amperes. (72) 
To 
At junction n it becomes: 
| = «29(n—m) — ie €2n amperes. (73) 


At the receiving end it is: 


em em 
oO 0 


At any leak the ratio of ongoing to arriving line current is 


—— 78 


GENERAL PROPOSITIONS. 


Equal Increase of Recevving-End Resistance due to Resistance inserted 
at either End of Lane. 


When a resistance ¢ is added to the line at the sending end, the send- 
ing-end resistance is obviously increased by a; but the receiving-end 
resistance is increased by o cosh La = o cosh 2 m@ ohms. Comparing 
this result with formula (42), it is evident that a resistance o adds 
a cosh 2 m@ to the resistance of an artificial line, or o cosh La to that of 
a smooth line, whether it be added at the sending or receiving end. 
Thus, if to the sending end of the artificial line in Figure 5, a resistance 
of 750 ohms be added, the sending-end resistance will be increased 
to 2103.4 ohms, and the voltage at the end A of the artificial line will 
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thereby be reduced from 100 to 64.343 volts. The effect of this will 
be to reduce the received current at B to 0.01591 ampere, the same 
as in Figure 7. 


Best Reststance of Receiving Instrument. 


Electromagnetic receiving instruments may be divided into two 
classes; viz. (1) those, as of the movable-coil type, in which the mag- 
neto-mechanical force, or torque, is directly proportional to the ampere- 
turns, and (2) those, like simple non-polarized relays, in which the 
magneto-mechanical force, or torque, may be nearly proportional to 
the square of the ampere-turns at low magnetic saturation, but, as 
saturation increases, to perhaps a lower power of ampere turns than 
the first. In either case, the magneto-mechanical force may be ex- 


pressed by: 
F =a(Ion,)? dynes or dyne-perp. cms., (76) 


where F is the force or torque, a is a constant of the instrument, J, is 
the received current in amperes, n, the number of turns in the winding, 
and p some exponent not greater than 2. The received current J, is 
expressed by (42) or (56). The number of turns n, in a given winding 
space is well known to be sensibly proportional to /c, where a is the 
resistance of the winding in ohms, provided that the size of copper 
wire selected is within the fairly wide range that keeps the ratio of 
covered diameter to bare diameter sensibly constant. Consequently, 
we have approximately : ) 





Fa a( seVe i dynes, or dyn 
= ro sinh 2 m6 + o cosh 2 mé _ 7 RE-perp. OT) 


In order to make this force a maximum by varying c, we differentiate 
F with respect to o in the usual way, and equate to zero. We then 
obtain 


o = rotanh2mé = r,tanh La ohms. (78) 


That is, the best resistance for the electromagnetic winding of the re- 
ceiver is equal to the sending-end resistance HR, of the line, no matter 
what the exponent p which expresses the relation between torque and 
ampere-turns.3 





3 See Ayrton and Whitehead paper in Bibliography. 
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IMITATIVE ACCURACY OF ARTIFICIAL LINES. 


As the preceding formulas indicate, an artificial line does not corre- 
spond electrically to the real smooth line having the same linear con- 
stants (resistance and leakance per km.) as its nominal linear con- 
stants, but to some other real smooth line having somewhat different 
linear constants. In other words, an artificial line has an imitation 
error due to lumpiness. ‘The amount of this error will differ with the 
degree of lumpiness, and would obviously disappear if the number 
of line sections were made indefinitely great. In general, the fewer the 
sections the greater the lumpiness, and the greater the lumpiness error. 
With any given artificial line, however, the lumpiness error depends 
upon the particular quantity considered, and is not the same for all 
quantities. ‘Thus, let a’ and r.’ be the nominal attenuation-constant 
and surge-resistance of the uncorrected artificial line, by (1) (2); while 
a and ro are the corresponding constants, corrected for lumpiness, 
according to (4) and (5). Then the ratio of received ground current 
over the artificial line to that over the real line of same nominal linear 


ro’ sinh La’ 


constants will be Again, the ratio of sending-end resist- 


ro sinh La * 
ro tanh La 
ro’ tanh La’ 
ent ratio; while in respect to, say, voltage at the free distant end, the 
ratio will be again different. Consequently there is no single correction 
factor for the lumpiness of an artificial line, and each particular quan- 
tity will have to be corrected, according to the preceding formulas. 





ances with the far end grounded will be , a distinctly differ- 


EQUIVALENCE BETWEEN SINGLE-SECTION ARTIFICIAL LINES AND 
UnirorM SMooTH LINES. 


In Figure 10, let AOB represent a uniform smooth actual line of 
L kms. in length, with a linear conductor-resistance of r ohms per km. 
and a linear dielectric conductance of g mhos per km. Its attenuation- 


constant will then be a = gr hyps. per km., and its surge-resistance 


ro =V ~ ohms. Its hyperbolic angle will be La, and its semi-hyper- 


bolic aay Aa hyps. Then let a single section of artificial line be con- 
structed, as in Figure 11, with a total conductor-resistance of r’ ohms, a 
leak at the centre of g’ mhos, or R’ = 1/9’ ohms. ‘This single section 
of artificial line will be the complete external equivalent ‘of the actual 
uniform line in Figure 10 in the steady state, if: 
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Figures 10, 11, 12. — Section of uniform actual line with distributed 
leakance, equivalent T and equivalent IT. 








yr! 
p’ = -- r, tanh Aa ohms, (79) 
rosinh La = sinh La 
and g’ = = mhos, (80) 
lo* To 
To To 
or R’ = = ohms. (81) 


r,sinh La sinh La 


That is, the half resistance p’ is to be equal to the sending-end resistance 
of each half of the actual line at O, when grounded at A and B; while 
the resistance of the central leak is to be ro* divided by the receiving- 
end resistance of the whole line grounded. 
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Thus, considering the actual smooth line of 500 km. length of which 
the artificial line represented in Figures 5, 6, and 7 is the external 
equivalent, we have r= 5.051 ohms per km., g = 2.4499 micromhos 
per km., a= 0.0035172 hyps. per km., ro = 1436.13 ohms, La = 
1.7586 hyps., Xa = 0.8793 hyp. From (79) we obtain : 
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Figures 13, 14, 15.— Equivalent T of line imitated in Figures 5, 6, and 7. 
Grounded, freed, and grounded imperfectly. 


p’ = 1436.1 X 0.70607 = 1014.0 ohms, 
and by (81) R’ = 1436.1/2.81602 = 509.987 ohms. 


The above values of p’ and R’ have been employed in Figures 13, 
14, and 15 to produce a single-section artificial line. It will be seen by 
comparing these Figures respectively with Figures 5, 6, and 7, that 
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although the internal distributions of voltage and current differ, the 
external distributions are identical. ‘That is, the distribution of voltage 
and current at the ends of, and anywhere external to, the artificial 
line are identical for the single-section artificial line of Figures 13, 14, 
and 15; or for the five-section artificial line of Figures 5,6,and 7; or 
for the actual smooth uniform line of a = 0.0035172 hyp. per km. 
and ro = 1436.1 ohms, there imitated. 

For brevity and convenience, let a single-section artificial line, like 
that of Figure 14, formed of a conductor-resistance 7’ ohms, with a 
leak of R’ ohms at the centre, be called a ‘T, from the graphical resem- 
blance. ‘Then, any real smooth uniform line may be replaced by its 
equivalent ‘I’, without any change in the electrical system external to 
the ‘I’, after the steady state has been attained. ‘This proposition, like 
the rest, applies not only to a continuous-current system, but also to 
any single-frequency alternating-current system. 

In duplex and multiplex telegraphy, artificial lines are required to 
balance real lines, not only in the steady state, but also in the preced- 
ing unsteady state; so that it is not possible to employ an equivalent 
T’ for such artificial lines. In telephony, however, it is commonly 
believed that the electrical phenomena in ordinary conversation are 
substantially steady state single-frequency phenomena, and that the 
conditions in the unsteady state are so transient that they may be 
practically ignored. If this is correct, then it follows that, except for 
purposes of adjustment, and of convenience in altering the length of 
line, there is nothing to be gained by employing a multisection arti- 
ficial line for embodying the laboratory equivalent of an actual line. 
In other words, a single-section artificial line of properly selected 
constants should be just as good as a multisection artificial line, in 
regard to carrying on conversation. It is important to have this 
question settled experimentally. The experiment, if unsuccessful, 
cannot, however, be competent to determine whether the unsteady 
state enters appreciably into the phenomena of practical telephonic 
transmission, owing to the presence of multiple frequencies or 
harmonics. 

Conversely, if we have a given T line, we can determine its hyper- 
bolic angle and surge-resistance; that is, we can determine the actual 
smooth uniform line to which it corresponds; for in Figures 10 
and 11 


sinh 6 = sinh Aa = fa (82) 





V p'(p’ + 2 R’) ohms. (83) 


lI 


and ro 
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Thus, the T of Figures 13, 14, and 15 has p’ = 1014 ohms and R’= 
509.99 ohms. Hence by (82), sinh 6 = 0.99707, from which the semi- 
angle @ = 0.8793 hyp., which is also the semi-angle Xa of the equiva- 
lent smooth line. Again, r, = 1436.1 ohms by (83). ‘These are the 
constants for the line simulated by the T. 

Instead of a T’, or conductor with a single central leak, we may sub- 
stitute for any actual smooth uniform line a conductor with two equal 
terminal leaks, as shown in Figure 12. Such a conductor may be 
called a II for convenience and brevity. In Figure 12, the values to 
be assigned to the conductor-resistances r’’ and leak resistances R’”” R’’ 
ohms, in order to replace a smooth line of length Z kms., semi-length 
X kms., attenuation-constant a hyp. per km., and surge-resistance ro 
ohms, are: 





r’’ = rosinh La ohms, (84) 
R” = To" a. sae ohms, (85) 
rotanhAa tanhdaAa . 
* r f r 
or fie. mhos. (86) 





To* To 


That is, the conductor resistance r’’ must be equal to the receiving-end 
resistance of the imitated line when grounded, and each leak must be 
the square of the surge-resistance divided by the sending-end resist- 
ance of half the imitated line grounded. 

Thus, with L = 500 kms., X = 250 kms., a = 0.0035172 hyp. per 
km., r, = 1436.13 ohms, La = 1.7586 hyps., Aa = 0.8793 hyp., we 
have r’ = 1436.13 X 2.81602 = 4044.2 ohms, and R” = 1436.13/ 
0.70607 = 2034.05 ohms. ‘These values have been used in Figures 
16, 17, and 18 to construct the II there indicated. It will be seen by 
comparing these Figures with 5, 6, 7, and with 10, 11, 12, respectively, 
that the external distributions of resistance, conductance, voltage, 
current, and power are the same for all. 

Consequently, any smooth uniform line in the steady state, carrying 
either continuous or single-frequency alternating currents, may be 
completely replaced, so far as concerns all external conditions, either 
by one equivalent ‘T’, or by one equivalent II. Either of these forms of 
equivalent conductor may be selected for replacing the line,.according 
to convenience. 

Conversely, any given II may have its hyperbolic angle and surge- 
resistance determined; that is, its equivalent smooth uniform line can 
be determined by the following formulas: 
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Figures 16, 17, 18. — Equivalent II of line imitated in Figures 5, 6, and 7. 
Grounded, freed, and grounded imperfectly. 
Thus, with 7” = 4044.2 ohms, and R” = 2034.05 ohms, as in Figures 


16, 17, and 18, we have tanh 0 = /4044.2/8112.3=0. 70606, and ro = 
2034.05 K 0.70606 = 1436.1 ohms, as before. 
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It is possible, by known methods of substitution, to derive combina- 
tions of resistance and leakance that shall replace a given T or II; as, 
for instance, a combination like that shown in Figure 19. All such 
conductors must manifestly be either graphically symmetrical about 
a vertical through their centre 0, or must be reducible to such symmetry. 
In general, these combinations are unnecessarily complex and have 
little practical interest. From this standpoint, a multiple-section arti- 
ficial line like that of Figures 5, 6, and 7 may be regarded as a complex 
substitute for the simple T of Figure 11, or the simple II of Figure 12. 

It may be observed, however, that the total leakage of current to 
ground in corresponding Figures is the same for a smooth uniform 
line, its equivalent T, equivalent II, or equivalent 5-section artificial 
line. On reflection, this proposition is almost self-evident. 
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FicurE 19. — Complex substitute for an actual line of distributed 
leakance. 


" As an instance of the use of substituting equivalent T’s for sections 
of actual line, consider the case represented in Figure 20, of a uniform 
line of attenuation-constant a, and surge-resistance r,, loaded with 
resistances of 2 = 2¢ ohms, at uniform intervals of / kms. Required 
the equivalent smooth line. 

First substitute uniform T’s for the sections of uniform line, as in 
Figure 21, by formulas (79), (80), and (81). ‘Then load the T’s by add- 
ing a to each end, as in Figure 22. Finally replace the loaded T’s by 
their equivalent lengths of smooth line, as in Figure 23, using formulas 
(82) and (83). We deduce by this process the following results: 











sinh Aa’ = sinh raf 1 + haan = (89) 
rv 
cosh Aa’ = cosh raf/ 1 + 7 tenn 4 (90) 





7) 
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FiaureEs 20, 21, 22, 23. — Reduction of a uniform actual line with loads 
in series to an equivalent unloaded actual line. 











o coth Aa 
To 
o tanh Aa 


i + 








= /tanhdAatanh (Aa + 8), (91) 











tanh Aa’ = tanh Aa 
J 1 + 


To 


if ¢ < ro and ~ = tanhd; or 











coth Aa’ = coth Aa coth (Aa + 8”), (92) 
if ¢ > ro and = = coth, 
/ 9 2 
Also sinh la’ = sinh laf 1+ = coth la + (=) . (93) 
cosh la’ = cosh la + — sinh la; 4 (93a) 





4 This formula (93a) was first published by Dr. Campbell. See Bibliog- 
raphy. 
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ro! = ro ( tanh Aa + =. )/ coth Aa + =) ohms; (94) 
‘ 4 
= ro 1 + “2 coth la + (<.) ohms; (95) 


Ny la’ 
gt ee (96) 


To sinh la ° 





Thus, if a uniform line of attenuation-constant a = 0.0035172 
hyp./km., and surge-resistance r, = 1436.13 ohms, has a resistance 
> = 200 ohms, inserted at intervals of 100 kms., required the cor- 
responding constants of the loaded line. Here, as indicated in Figure 
21, ¢ = 100 ohms and Aa = 0.17586 hyp. If we compute the equiva- 
lent ‘l’s of the sections of unloaded line, we find p’ = 249.985 ohms 
and R’ = 4000.2150hms. The hyperbolic corrections for these lengths 
of sections are thus only 0.015 ohm in conductor-resistance and 0.215 
ohm in leak-resistance. Adding on the loads to the ends of the T’s, 
we have, as in Figure 22, p’ = 349.985 ohms and R’ = 4000.215 ohms. 
Using formulas (82) and (83), we obtain for the equivalent smooth 
line Aa’ = 0.20766 hyp., la’ = 0.41532 hyp., and r,’= 1709.54 ohms. 
‘The apparent conductor-resistance of the loaded line is, therefore, 
r,/la’ = 710.06 ohms, or 10.06 ohms more than the actual resistance 
of conductor and loads. ‘The apparent total leak -r,’/la’ = 4116.2 
ohms, or 116.2 ohms in excess of the actual total leak. 

As an example of the use of substituting equivalent II’s for sections of 
smooth line, consider the case represented in Figure 24 of a uniform 
line of attenuation-constant a, and surge-resistance r,, loaded with 
uniform leakances of I’ mhos at uniform intervals of / kms. Required 
the constants of the equivalent smooth line. 

First divide the leakage conductances into equal parts y = [°/2, as 
in Figure 25. ‘Then substitute for the unloaded line sections their 
equivalent II’s by formulas (84), (85), and (86), as in Figure 26. 
Next add on the terminal leakances y to the pillars of the II, as in 
Figures 27. Finally, deduce as in Figure 28, by formulas (87) and 
(88), the equivalent smooth line. 

We also obtain by this process the following relations : — 





1 + yro coth Aa 


tanh 6’ = tanh Aa’ = tanhdAa / B ect 
1 + yr. tanh Aa 


(97) 


To 


ro = ohms. (98) 
V (1 + yrotanh Aa) (1 + yro coth Aa) 
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Thus, in Figure 24, the load leaks have resistances of 10,312 ohms, 
or conductances of 0.096971 millimho, the line sections have lengths 
/= 100 kms., the attenuation-constant 0.0035172 hyp. per km., the 
hyperbolic angles Ja = 0.35172, Xa = 0.17586, r, = 1436.13 ohms. 


O-35472 



























































































































































ME CR ET Omen “ermney 
Pe st an = 
Ss fn Ss 
Fit | AE il ill f 
g * | ‘Vv + t v?yv > + + 3 | | v 3 1 
a eee  Mpeacene he --+---4 SS. < ainttamive ae 
1%, 3% ¥3= 3}F y 
Fig. 25 r = 
% | Geeedeet | 3 cr | : 3 
@------- 202 la-----> E--+--- the la. wr eeees > ¢----- 20 = la ------- > 
r* ~ ® neve” © r” 
" ) as = aS¥o) 3] e @ 7 
Fig2 4 39 I} oe 398 = j 9 
j 3° ey 
O-& 1532 2 
siaietinie Pee RP RCA De cian nie aM pas 
> Sis 593% 7 
Fig2] £% %E SES %E2 £3, g 
be 3 
0.41533 : 
tn-n------86's La'------- 0-52 falas: saagg He ----'s Lett ----- => af 
+,vtY +e VE t t 4 eyrterveer 


Ficgures 24 to 28.— Reduction of a uniform actual line with loads in 
derivation to an equivalent unloaded actual line. 


Required the corresponding constants of the loaded line. The load 
leaks are bisected in Figure 25 to 0.048486 millimho each. The 
equivalent II of each unloaded line section, as shown in Figure 26, has 
a resistance of r’ = 515.593 ohms and a leakance g” of 0.121207 mil- 
limho. Adding the ¥ loads to the pillars of the II, we have, as in 
Figure 27, g,, = 0.16969 millimho. Finally, reducing the loaded II’s 
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to their equivalent smooth-line sections by formulas (87) and (88), we 
obtain Aa’ = 0.20766 hyp. or la’ = 0.41532 hyp. and ro’= 1206.45 ohms, 
as in Figure 28. ‘The apparent conductor resistance of a section of 
loaded line is la’r,’ = 501.06 ohms, or 1.06 ohms in excess of the total 
actual resistance. The apparent total leakance of a section is 0.34425 
millimho, or 0.00272 millimho in excess of the total actual leakance. 

It may be observed by comparing Figures 20-23 and 24-28, or 
formulas (91) and (97), that if loads are applied at assigned uniform 
distances along a smooth line, a leak load [° will produce the same 
equivalent attenuation-constant as a resistance load = in the conductor, 


if = a ro; that is, if the resistance 1/y of a semi-leak bea third pro- 


ecittunal to the resistance o of a semi-conductor-load, and the surge- 
resistance of the unloaded line. In other words, the attenuation-con- 
stant of the loaded line will be the same, whether the loads are inserted 
in series, or applied in derivation, provided that o:15:: 7ro:1/y. The 
surge-resistance of the loaded line will not, however, be the same in 
these two cases. ‘The surge-resistance will be less with leaks than 
with series coils. ‘The two values have the unloaded surge-resistance 
as their geometrical mean. 

In all cases of direct-current lines, loads, either in series coils or in 
leaks, necessarily increase the attenuation-constant of the line. With 
alternating-current lines, this limitation is removed. 


SUMMARY OF CONCLUSIONS. 


Every artificial line composed of similar mid-leak sections, carrying 
either continuous or alternating currents in the steady state, may be 
reduced trigonometrically to its equivalent smooth line, and recipro- 
cally. The resistance, current, and voltage at the various junctions 
and leaks along the line are simple hyperbolic functions of their angles. 

Every smooth line in the steady state, carrying either continuous or 
alternating currents, may be externally completely replaced by one 
and only one ‘T, or single-section mid-leak artificial line; or by one 
and only one II, or single conductor with equal terminal leaks, and 
reciprocally. This proposition has numerous applications in telegraphy, 
telephony, power transmission, and distribution. 
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List of Symbols employed. 


a = Attenuation-constant of a smooth line, or of an artificial line 
after being corrected for lumpiness (hyps. per km.). 
a’ = The uncorrected attenuation-constant of an artificial line, or the 
attenuation-constant of a smooth line after being loaded (hyps. 
per km.). 
L = Total length of a line (kms.). 
L, = A length of line, partial or total, measured from receiving end 
(kms.). 
1 = Length of a section of artificial or real line (kms.). 
X = Length of a semi-section of artificial or real line (kms.). 
0, X\a = Hyperbolic angles of a semi-section of line (hyps.). 
© = Total hyperbolic angle from far end (hyps.). 
o, 6’ = Hyperbolic angles of a terminal load (hyps.). 
la, La, L2a = Hyperbolic angles of a section, or length of line (hyps.). 
r = Linear conductor-resistance of a line (ohms per km.). 
r’ = Conductor resistance of a section of artificial line (ohms). 
p, p’ = Conductor resistance of a semi-section of artificial line (ohms). 
R, R’ = Resistance of a central leak in a section of artificial line or T 
(ohms). 
> = Resistance of a series load in a line (ohms). 
o = Resistance of a semi-series load or of a single terminal load (ohms). 
r’’ = Conductor resistance of a II (ohms). 
R” = Resistance of each leak of a II (ohms). 
ro’ = Nominal or apparent surge-resistance of an artificial line, un- 
corrected for lumpiness (ohms) 
ro = Surge-resistance of a smooth line, or of an artificial line corrected 
for lumpiness (ohms). 
ro’, To’ = Surge-resistances at receiving ends of terminally loaded lines 
(ohms). 
R;, R, = Sending-end resistance of a line respectively freed and 
grounded at far end (ohms). 
R;,, Rgg = Sending-end resistance of a line grounded at far end through 
terminal load (ohms). 
R’,;, Rng = Sending-end resistance of a line at nth leak, excluding 
same (ohms). 
R’;,, R’ on, = Sending-end resistance of a line at nth leak, including 
same (ohms). 

R,, Rig = Receiving-end resistance of a line grounded at far end 
directly, or through terminal load (ohms). 

Cm, €n; €o = Voltage at mth junction, nth junction and far end (volts). 
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Em» €n = Voltage at mth or nth leak (volts). 

e = Base of Napierian logarithms. 

Im, In, I, = Currents in line at sending-end, nth junction, and far end 
(amperes). 

tm, % = Currents in mth and nth leaks (amperes). 

g = Linear leakance of smooth line (mhos per km.). 

g’ = Conductance of central leak in a T or in a section of artificial 
line (mhos). 

g”’, g. = Conductance of each leak in a II (mbos). 

m, n = Total number, and reference number, of section junctions in 
artificial line. 

a, a’ = Receiving instrument magnetic constants. 

nm, = Number of turns in receiving instrument windings. 

F = Force, or torque, exerted by receiving electromagnetic instrument 
(dynes, or dyne-perp. cms.). 

p = Numerical exponent. 

I’, y =Load leaks, and semi-leaks (mhos). 
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APPENDIX. 


The demonstrations of the various formulas appearing in the fore- 
going paper have been omitted in order to save space. Nearly all of 
these formulas are, however, based upon and derived from the follow« 
ing propositions: 

(1) Any alternating continued fraction is expressible as a constant 
continued fraction. ‘Thus to n stages: 


1 b 1 


ae aga = —— X ee 
a+1 VYab vVab+1 

b+1 Vab + 1 
a+1 Vab +1 


b + Vab + 


(2) Any constant continued fraction is expressible as a simple single 
fraction or ratio of a hyperbolic sine and cosine. Thus the nth con- 





























vergent of 
- = mn nf if m is even; or 
ec+1 ~ eosh (n + 1) 6 ‘ 
c+ I 
c 
cosh n@ ; ; 
"3 at ie if n is odd, 
where 6 = sinh! (5). 


(3) Any terminally loaded constant-continued fraction is expressible 
as a simple fraction or ratio of hyperbolic sine and cosine. Thus the 
nth ascending convergent of 

1 sinh (né + ¢) Ee 
ao ” shins es a if m is even; or 
e+1 
c+m 











cosh (n6 + ¢) 
~ sinh[(n + 1) 4+ ¢] 


where ¢ is an auxiliary hyperbolic angle. 

(4) The sending-end resistance of any artificial line composed of sim- 
ilar sections, whether the leaks are in the middle or not, may always 
be expressed as a terminally loaded alternating continued fraction. 
VOL. XLIV. — 9 





if n is odd; 
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